P ROD 
Creating Secure Environments 
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VF300-01 300mm FOSB Front Opening Shipping Box 


Pozzetta will protect your valuable products from particles, ESD damage, outgassed components, and high costs. 
Companies around the world trust Pozzetta to create secure environments for the semiconductor, electronics, and 
medical industries. 


Dimensions Features and Benefits VF300-01 300mm 


e SEMI Std. Compliant 


Capacity: 25 e Complete assembly has 
low organic 

Overall Size: 430mm x 352mm x contamination 

329mm performance including 
gasket of low organic 

SEMI Std. Compliant (M31-0706) contaminating elastomer 

e Wafer cushion is 
Pocket Spacing - The distance designed to hold wafers 
between pocket center lines: 10mm to minimize damage 


from drop or vibration 


